ETag: "9e9eb2381931f596fb56eddc663bda9b"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1868
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Chief Judge Robert D. Martin
x-archive-meta-case-name: Classic Concrete & Construction, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: wiwb
x-archive-meta-date-case-filed: 2012-01-24
x-archive-meta-docket-num: 3-12-10340
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 143855
x-archive-queue-derive: 0
x-upload-date: 2012-07-17T17:45:14.000Z
